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* Full-View visability of 360°. | 
* ¢ Virtually unbreakable outer plastic Thorpe flow tube. 


7 * Crystal clear lucite inner-calibrated flow tube. 

3 * Moulded nylon needle valve tip, eliminates forever the possibility of scoring, 
z damaging the valve seat. 

; * Calibrated 0-18 liters per minute with 125 LPM Flood. 


*If you ever break one we will replace it at no charge. 
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1597-A AIR FLOWMETER 0-18 LPM, Requires adapter for outlet specified. 15.25 
1287 DOUBLE LITER FLOWMETER 0-18, For OXEQUIP Flush Service Outlet only. 38.50 
1287-A DOUBLE LITER FLOWMETER.0-18. Requires adapter for outlet specified. 37.00 
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\ A Charge to Keep 


ECENTLY my mind became involved -in this thought of “A Charge to 


Keep.” 

It seems to me that such a charge has been handed to the American Asso- 
ciation of Inhalation Therapists. This is all the more true now that the Regis- 
try is a fact. No group of professional people can exist as such for long 
unless they recognize their heritage. 

This heritage which has been given the AAIT involves the very pulsations 
of life itself. Ours is truly a responsibility to work with and under the 
guidance of the medical profession in this our chosen field of endeavor. 

Professional skill comes with both the acquiring of knowledge and the 
daily routine of experience. The inhalation therapist must often be reminded 
that his work is basically humanitarian in nature. The application of his 
technical approach is but the professional expression of his basic desire to 
aid in the recovery of the afflicted patient. 

Just as the spring sunshine thaws the cold and frozen earth, so left by 
winter’s blast, even so must be the approach of the therapist to his task. 
Ofttimes when entering a patient’s room, a smile of confidence from you will 

_ mean much towards allaying the fears and apprehension of the ill. We are 
all fellow travelers on this road of human relations. None of us can hope 
to escape it. It is a truism, that what I send out returns to me in kind. 

I have been in the inhalation therapy field a good many years; but recently 
it was brought home to me how important its function really is. My father, 
who recently passed away at the age of eighty-one years, was placed in an 
oxygen tent. He was not a patient in my hospital, but as I stood by and 

’ watched the efficient procedure of the technician and nurses, | re-lived many 
like experiences of my own. However, because of the patient involved this 
time in particular, the entire matter became a very personal thing. I now 
know how others must feel when -inhalation therapy is administered. 

Professional skill must be exercised to the utmost in the carrying-out of 
our obligation; but with it we must also strive to feel the common bond 
of brotherhood for the needs of mankind in this endeavor.’ 

Truly, ours is a charge to keep, fellow members of the AAIT! Wear 
proudly your official insignia pin, and hang upon the wall with humility 


your Certificate of Registration. 
—Noble Price 

Chairman of the Board 

AAIT 


: 
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Pharmacology of Inhalation Therapy: Part IIT 


by Melvin H. Hall 


Here are handy data for reference 


Editor's Note: With apologies to Mr.- Hall, we 
start this second part of the article with material 

_ on enzymes and antibiotics which rightfully be- 
longed on the end of the first part, since it does 
not deal with the subject matter. of Part II. 


ENZYMES MAY THIN SECRETIONS 

There are several enzyme preparations 
available for aerosol application, like Dor- 
navac and Tryptar (both trade names), 
which break down (actually, they digest) 
some of the more viscous components of 
mucus, thus rendering the secretions thin- 
ner and easier to evacuate. 

This can produce a striking clinical im- 
provement in a local area of infection, be- 
cause with the removal of accumulated 


- muco-purulent secretions, the anti-infec- 
tive forces of the body are aided, and anti- 


biotics administered by aerosol can gain 
more direct access to the infected area. 
Normal repair of tissue is consequently 


hastened. With thinner secretions, normal. 


ciliary action is better able to move them 
up into the pharynx, or to where they can 
be coughed out. 

Sometimes when patients have non- 
productive coughs, and the physician 
wishes to obtain sputum for cytologic 


study—especially to look for carcinoma- 


Mr. Hall is chief inhalation 
therapist at Variety Chil- 


dren’s Hospital in Miami, 7 


Florida. 
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tous cells, enzyme preparations are help- 
ful in material for a 
smear. 

These preparations come in powder 
form and are mixed with sterile water 
before use in the nebulizer. Once mixed, 
they should not be refrigerated, but kept 
at temperature of from 35 to 50° F. Ex- 
tremes of temperature will inactivate the 
enzyme. Unused portions a be dis- 
carded after 24 hours. 


Since enzymes are proteins, their use in 


this manner is not without the risk of occa- 


sional allergic reactions to foreign protein. 
The incidence of these has been high 
enough to make some physicians reticent 
to use them except as a last resort. Cer- 
tainly, therapy with enzymes should not 
be undertaken without suitable anti-hista- 
mines and shock-treating drugs immedi- 


ately at hand. 


Limitations and dangers are inherent in 
the use of antibiotics, too. Like higher 


plauts and animals, disease-producing 


bacteria are able to adapt to new environ- 
ments. Unfortunately, bacteria growing in 
the presence of antibiotics in the body 
sometimes change in such ways that they 
are no longer seriously affected by the 
antibiotic. They are then said to have be- 
come fast or resistant to them. 

An increasing number of cases is noted 
where a disease is not cured by an anti- 
biotic which formerly was effective. Bac- 


PORE 
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teria readily develop resistance to Strepto- 
mycin, especially in cases where long 
courses of treatment are required. Some 
strains of microbes today will withstand a 
thousand times more streptomycin p 
the same strain did originally. ? 


It is therefore important that the patient. 


take the correct amount of antibiotics, to 
lessen the chance of resistance developing. 
This is one of the chief reasons for indi- 
viduals to take antibiotics except under 
a doctor's supervision. Also, antibiotics 
often produce poisonous and/or sometimes 
allergic effects in the body. Persons have 
died from taking improper doses or the 
wrong kinds of antibiotics. 


BEGINNING OF PART II 


HE inhalation therapist should put 
forth the greatest effort to get ac- 
quainted with terms and abbreviations 
used in the medical profession and _ its 
paramedical affiliations. Of course, he does 
not claim to be a registered pharmacist, 


but he is a professional person in daily 


contact with doctors, nurses and others. It 
is, therefore, his responsibility to acquire 


_a good and reasonable amount of informa- 


tion for his own use and benéfit, and for 


_ the facilitation of receiving and carrying. 


out the physicians’ requests. 


Pharmacopeia sets standards 


The United States Pharmacopeia (usu- 
ally designated as U.S.P.) is a publication 
in which the approved therapeutic agents 
used in'medicine are described and de- 
fined with respect to source, chemistry, 
physical properties, tests for identity, tests 
for purity, assay of strength or potency, 
methods of storage, and average thera- 
peutic dosage. 


Most of the preparations in the U.S.P. 
are single drugs. In the case of those which 
‘must be compounded, instructions are 
given for their preparation. The object of - 
the U.S.P. is to provide standards for 
drugs and medicines of therapeutic use- 
fulness or pharmaceutic necessity. 


What is a prescription? 

A prescription is a physician’s order for 
medicine. The first essential of such an 
order is that it be clear and free from 
errors. The use gf Latin in writing pre- 
scriptions is an old tradition that some 
physicians feel should be abandoned. 
Modern physicians and pharmacists are 
not at home in this language, and are 
therefore more liable to make errors. The 
use of abbreviations is universal; but care 
must be used that they are not ambiguous. 

The prescription is composed of four 
chief parts—the superscription, the inscrip- 
tion, the subscription, and the signature. 

The superscription is the Rx heading. 
This stands for Latin recipe, or “take 
thou.” The stroke has been considered an 
ancient invocation to Jupiter; but proba- 
bly it is simply a sign of abbreviation. 

The inscription is merely a listing of the 
ingredients and their amounts. 

The subscription gives directions to the 
dispenser (pharmacist). With liquid mix- 
tures, these may be confined simply to 
“M” or misce (the Latin form of mix). 

The signature (from Latin signa, sign 
or label) is the doctor’s instructions to the 
patient regarding how much and how 
often the medicine is to be taken. This is 
usually abbreviated Sig. or just S. 

The following Latin words and phrases 
are still more or less current in prescrip- 
tion writing: 


LATIN ENGLISH EQUIVALENT 
ad to, up to | 
ad libitum at pleasure 
ana (aa) of each 
ante, a before 


ante cibum, a.c. 
aqua destillata | 
bis in die (b.i.d.) 
cum, ¢ 


gutta (gtt), guttae (gtts) 


ora 
hora decubitis (hd) 
hora somni (hs) 
mane primo 
misce (M) 
octarius (0) 
quaque die (q.d.) 
quaque hora (q.h.) 
pro re nata (p.r.n.) 


post, p; post cibum, p.c. 


quarter in die (q.i.d.) 
semel in die (s.i.d.) 
semis (ss or ss) 

sine (s) 

statum (stat) 


ter in die (t.i.d.) 


before meals 

distilled water 

twice a day 

with. 

drop, drops 

an hour 

at bed time 

just before going to sleep 
very early in the morning 
mix 

a pint 


_ every day 


every hour 

according to circumstances 
after; after meals 

four times a day 

once a day 

one half 

without 

immediately 

three times a day 


continued on page 24 
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by Frank Huston 


N Lake Erie at the source of the 


Niagara River, Buffalo, second larg- 


est city in New York State, is the focal - 


point of a great historical and scenic area 
known as the Niagara Frontier. 

To add to its fame, this year Buffalo 
can now boast of being the site of the 
Seventh Annual Meeting and Lecture 


Series of the American Association of 


Inhalation Therapists. 

Members from every corner of the 
United States and Canada will gather at 
the city’s largest and finest hotel, the 
Statler-Hilton, in the heart of the down- 
town area. Directly opposite it stands the 


City Hall Building, one of the largest in. 


the United States. Separating the Hotel 
and City Hall is beautiful Niagara Square 
marked by a graceful obelisk of pale, 
weathered granite. 


Buffalo is rich in things of the past and 


things of the present. When the St. Law- 
rence Seaway was completed Buffalo 


became a world port. Ships of every na- 


tion dock in Buffalo with the result that 
nearly 16,000,000 tons of cargo are handled 
yearly. Its recently completed airport 
handles 200 scheduled commercial flights 


daily, and the railroads in and out of the 


city handle 20,000,000 tons of freight 
yearly. Easy to understand why this 
bustling metropolis has employers able to 
pay an average weekly wage over $100.00 
as compared to the $90.00 weekly on the 
national level. 

As a foundation and an enrichment for 
its ever-expanding economy and increas- 
ing population, Buffalo has many remind- 
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BUFFALO: Queen City of the Niagara Fedor 


ers of past. For a few 
miles from the city limits takes the visitor 
back to the 18th-Century Revolutionary 
War days. Across the river in Canada are 
the famous Forts Erie and George, famed 
in the War of 1812. 

Being the 14th largest city in the United 
States, Buffalo's metropolitan area pro- 
vides the visitor with every comfort, con- 
venience and luxury. Innumerable motion 
picture theaters, restaurants and _ stores 
enable the conventioneer to spend his 


leisure time however he wishes. And. 


though they will not be in bloom, the city 
is famous for its beautiful trees (400,000 
under the direct care and protection of 
the City Forestry Department). 

A-short distance from the city proper is 
Niagara Falls, one of the Seven Wonders 
of the World. It is here that the Seventh © 
Annual Meeting of the AAIT will officially 
terminate. 

After the Annual Business Luncheon on. 
Thursday, special busses will take the 
registrants on a leisurely sightseeing trip 
to the Falls, where they will visit the © 
newest and most spectacular structure, the 
Observation Tower. This aluminum, steel 
and glass marvel of engineering science 
rises 281 feet from the floor of the gorge, 
towering over 100 feet above the top of 
the cliff. 

From there, a short ride to another 
vantage point, the beautiful Brock-Shera- 
ton Hotel, where we will dine, using the 
Falls as a fitting and exciting background 
for the end of another important year in 
the advancement of the AAIT. 
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Now You Can Be Sure Your Tents 


Won't Cross-Infect 
by David V. Nuerenberg 


agape: the most important aspect 
of any equipment maintenance pro- 
gram in inhalation therapy is the cleaning 
and terminal disinfection of the apparatus. 


Any piece of equipment which can be im- | 


mersed in solution or autoclaved can be 


easily disinfected; hence the proper pro- 


cedures for cleaning these items are well 
established, and offer no particular prob- 
lem to the well-staffed department. How- 
ever, the sterilization and maintenance of 
such apparatus as oxygen tents or compli- 
cated respirators such as the Van Bergen 
have presented quite a problem for us. 
For over a year, department personnel 
have wrestled with this problem, when it 
became evident that our tent units were 
not being completely disinfected—due in 
part to the inaccessibility of the cooling 
coil chamber and the devious route taken 
by the input and exhaust circuits. We 
_ found, through almost complete dismant- 
ling of the unit, that entire areas through 
which all of the patient’s air must pass, 


David V. Nuerenberg is 

Chief Inhalation 

Therapist at St. Mary’s 

Hospital, Minneapolis, 
Minnesota. | 


were not reached by our cleaning method. 

Painstaking cultures disclosed that we 
were, in effect, providing fine incubating 
areas for many types of micro-organisms. 
Cultures taken from the ventilator fan 
area (see Fig. 1) before cleaning showed 


the predominant organisms to be bacillus 
subtilis and staphylococcus albus. After 


cleaning by the method which shall be 
described, the staphylococcus was elimi- 
nated. 

Many tent units of various makes and 
models are so constructed that important 
areas which are part of the closed patient- 
cooling system cannot be adequately de- 
contaminated without dismantling, a pro- 
cedure which is highly impractical and 
time consuming after each patient use. 

Inasmuch as all of our tents are Mc- 
Kesson models, the method used will ap- 
ply to this type of unit. However, with 
few simple modifications, the procedure 
can easily be adapted to other types. Our 
tent maintenance program is conducted 
on the assumption that ALL units are 
grossly contaminated following each pa- 


tient use, so the following procedure is 


done immediately after each use: 
EQUIPMENT (See Fig. 2) 

One nebulizer or aerosol-type humidi- 
fier. The DeVilbiss Continuous Flow Ne- 
bulizer, Model No. 841 was found to be 


- most adequate for this purpose, producing 


a constant flow of heavy fog. Many other 
makes are suitable also. 
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Power source to drive the nebulizer. We 
use oxygen to operate our unit, but an air 
compressor can be used as well. 

An extra sleeve, perforated to accommo- 
date the tubing from the nebulizer. 


A length of plastic tubing from the 


nebulizer to the sleeve. 
AEROSOL SOLUTION 


Any solution capable of being aerosol- 
ized and all-inclusive in their disinfecting 


action—i.e., capable of destroying vege- 
table bacteria, influenza viruses, entero- 
viruses and the tubercle bacillus, may be 
used. We have used “Osyl,” a phenolic 


f 


germicide, diluted to 50% final concentra- 
tion. While this concentration may seem 
quite high, experimentation by other de- 
partments might result in a considerable 
decrease. The solution we use, however, 
while producing a heavy fog, also tends to 
deposit a fine film on the treated surfaces, 
resulting in a continuing germicidal ac- 
tion. After airing for 24 hours, this solution 
leaves no objectionable odor, nor is it irri- 
tating or toxic. 

Other types of germicides may be wed 
if they fulfill the requirements. We have 
encountered no problem with rust, al- 


Do your tent ventilator motors look like this? Motor unit removed from tent prior to establishing con- 


trolled maintenance program. 
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though anti-rust compounds may be added 
to certain of the germicides if desired. 
These compounds will vary with the type 
of solution used. 
PROCEDURE 

Set up the apparatus as shown in Fi ig. 2. 
The nebulizer is attached to the base of 
the exhaust sleeve via a plastic tubing 
from the nebulizer outlet, penetrating the 
sleeve. The sleeve which has been re- 


moved from the exhaust side of the unit - 


is attached from the input to the exhaust 
side to make a closed circuit, and the tent 
canopy is closed. 

The thermostat is set at its lowest point, 
to permit rain-out of the aerosol as it is 
carried through the chambers. The venti- 
lator control is set at about one-fourth 
speed. (With most tents, merely see that 
the air circulating fan motor is on.) 

The nebulizer is then turned on and 
adjusted to produce its maximum density 


FIG. 2 
Apparatus Set-up For “Vaposyl” Method of Tent Disinfection. 


fog. The cooling system switch is then 


turned on, and disinfection begun. We 


have found that one hour of such treat- 
ment will effectively disinfect the unit, as 
evidenced by cultures. 

Following this “Vaposyl” treatment, the 
tent motor is shut off, the sleeves are re- 
moved, settings turned back to normal, 
and the interior of the unit is blown out to 
remove dust. The exterior is cleaned, and 


_after airing for at least 24 hours, the unit 


is ready for further use. 

In addition to the above after-use clean- 
ing, each tent is dismantled every six 
months, during which time the ventilator 
is removed and oiled, the fan is cleaned, 
electrical wiring checked, and defective or 
worn parts repaired or replaced. 

We have effectively used this same 
method with few modifications on other 
closed-circuit type apparatus with satis- 
factory results. 


Your Association—And How It Operates 


ANAGING an association the size of 

the A.A.I.T. is an exacting job. In 

the first article we described the duties of 

the Executive Secretary, Miss Sandy 
Hamen. 

In this article, we shall examine the re- 

sponsibilities of Frank Huston, who serves 

as Convention Manager for our Annual 


Meeting, and as Production, Manager for 


this journal. 

Frank Huston is an associate on the staff 
of. Albert Carriere, Inc., the counseling 
firm which serves the American Associa- 
tion of Inhalation Therapists. 

A graduate of Loyola University, Frank 


worked as the Sales Promotion Director 


for Bonwit Teller for three years before 
taking his present job. 


This genial young man is responsible, - 


first of all, for getting out Inhalation Ther- 
apy six times a year, on schedule. In his 
capacity as journal Production Manager, 
he works with a number of people includ- 
ing: Jim Whitacre, Editor; Sam Turiel, 
our Advertising Representative, your Ex- 
ecutive Director, Albert Carriere, and with 
the printer's Account Executive, Bob Sell. 

In publishing any magazine, the first 


thing required is copy, or articles. The sec- 


ond requirement, of course, is Advertising, 
for it is advertising revenue which-helps 
pay the expense. : 


Mr. Huston is @ gradu- 
ate of Loyola University 
and has done post-gradvu- 
ete work at Northwest- 
ern University School of 
Journalism and the Chi- 
cago Academy of Fine 
Arts, Graphic Arts Divi- 
sion. 
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Advertising in Inhalation Therapy is § age 
sold to industries by Sam Turiel, whose Wm 
_ job it is to get the advertising copy to the } 


printer. 


Meanwhile, articles for Inhalation Ther- 7 
apy have been collected by Editor Jim 7 
Whitacre, in Rochester, New York, who 7 
sends them, along with art work and pic- 7 
tures, to Frank Huston, here at headquar- } 


ters. 


tures, art work, and advertising material, 
submit it to the printer, and wait for galley 
pages. 
From these galley pages, Frank makes 
up a dummy for each issue of the maga- 


zine, and re-submits the paste-up to the - 


printer, sends a copy to Jim Whitacre in 
Rochester, and gives a copy to your Ex- 
ecutive Director. 


The phrase “makes up a dummy” should | 


not be taken literally, and is far more com- 


plicated than it sounds. It means that — 


Frank must in effect design the format of 


the magazine, making sure the copy fits, © 


and that the illustrations are the right 


size, that the over-all effect is one of pro- . 


fessional good taste. He must also please 
our advertisers by making certain that 
their material is properly handled. And, 
particularly, that there are no mistakes. 


With at least five—sometimes six—per- 


sons reading every issue, you would think ~ 


it impossible to miss typographical errors. 
Yet in our last issue there were two! 

The next step is for the printer to page- 
up the material, and then to send three sets 
of page-proofs back to Frank Huston. 


Once again, Frank keeps the first set for | 


his own proof-reading, mails a second set 


to Jim Whitacre in Rochester, and gives a 


It is Frank’s job to take the articles, pic- q 


i 
> 
re 
ox 
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The top left picture illustrates a rarer Journal planning conference (left to right) Advertising Representative, Samvel 
N. Turiel, A.A.I.T. Secretary, Sandy Hamen, Executive Director, Albert Carriere, Production Manager, Frank Huston 
and Printer’s Representative, Bob Sell. 


As the magazine begins to take shape, there are production decisions (picture in upper right) and proof reading 
flower left) before it can finally go to press (lower right). 
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third set to your Executive Director. Again . 


the entire issue is read carefully for con- 
tent, typographical errors, etc. 

When every one concerned has indi- 
_ cated approval, the master set of page 
proofs is sent to the printer—with correc- 
tions and changes, if any—and then the 
forms are locked up and the magazine is 
printed. 

Inhalation Serepy is received by all 
members of the A.A.I.T., by a small list of 
subscribers, by a larger list of doctors to 
whom it is sent on a complimentary basis. 

A large number of journals are circu- 
lated via our bulk subscription method. 
Briefly, using this system, our Service Com- 


pany members buy, say, 500 magazines for | 


distribution to their own mailing lists in 
their local areas. | 

Each magazine contains a printed in- 
sert, stapled into the center spread, which 
informs the recipient that Inhalation Ther- 
apy comes to you through the courtesy of 
the ABC Oxygen Company. 

In this way, the Service Companies have 
an effective mailing piece at a low cost— 
for less than they would pay if they printed 
a journal themselves!—And the A.A.I.T. 
has a larger circulation among doctors, 
nurses and hospital administrators, opinion 
- leaders whom we are anxious to reach. 


One of the greatest blunders ever com- 
mitted was the mix-up of lists so that our 
regular A.A.I.T. members received maga: 
zines which were meant for the people on 
the bulk subscribers lists. Needless to say, 
we heard about it from many people, and 
TWA Airlines has a standing order for 
two one-way tickets to Borneo, should it 
ever happen again! 

After the journals are mailed, the bulk 
subscribers must receive invoices. Also, a 
critique is held at headquarters to deter- 
mine what things in the last issue were not 
up to our usual standard. Often invited to 


attend these sessions are Sam Turiel, the. 


advertising representative and Bob Sell, 
representing the printer. 


About twice a year, Jim Whitacre man- | 
ages to attend, and there can be no doubt - 


that improvement in the publication often 
results from these critical sessions. 
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accommodations, 


Among the long-range projects for the 
promotion of our publication are several 


which we have started on a modest scale, 


due, largely, to lack of funds. 


The first of these is simply to send a 
sample issue of Inhalation Therapy to 
every hospital administrator, and to every 
Chief of Anesthesiology in the United 
States and Canada. 


Another is to bring the journal to the 
attention of all doctors in the United States 
and Canada, probably by taking a full- 
page ad in various medical and hospital 
journals. (Someone suggested sending a 
sample copy to all members of the A.M.A. 
and the C.M.A. This, however, would put 
us in debt for the next 99 years. ) 


This phase of Frank Huston’s job is 
really a kind of liaison function, for he not 
only directs the publication, but serves as 
a go-between, if you will, for a number of 
different component elements which when 
put together result in a magazine. 


The second part of Frank Huston’s job 
is a lot more difficult. It involves almost all 
the behind-the-scenes preparation for the 
annual meeting and lecture series. 


To begin with, the A.A.I.T. meeting 
places and hotels must be chosen years 
in advance. Especially. now that the as- 
sociation is growing so rapidly, we must 
be all the more prepared in advance since 
there are not too many hotels that can 
handle a group this size. So we try to work 
at least five years ahead. 


It is Frank’s job to write to the city des- 


ignated for any particular year, and to ob-. 
tain a list of hotels from the Chamber of | 


Commerce. 


‘He then’ mails an 9-page questionnaire 
to each hotel, and asks them to return them 
if they are interested in handling our an- 
nual meeting. 

To some people, the use of a question- 
naire seems like a lot of needless, extra 
work. But we have found that it is better 
to investigate beforehand, than to repent 
afterwards. 

The questions we ask have to do with 
room rates, location, 
meal charges, exhibit space, lighting, dray- 


To 
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age, decorating, photographers, size of 
elevators, and segregation. The latter be- 
cause we will not meet in a hotel which 
places any restrictions against our minority 
members. 

When the questionnaires are returned, 
they are tabulated. The two or three most 
likely hotels are chosen. 


Then Frank Huston makes a special in- 
spection trip to that particular city, and 
spends a day or more examining the var- 
ious hotels, and then determines which is 
best suited in all ways for the A.A.L.T. 
While there, he also examines the possi- 
bilities for field trips, excursions, sight- 
seeing, etc. 


While in the convention hotel, the Con- 


vention Manager goes over a copy of the 
weeks’ program with representatives of the 


hotel. He then goes on a tour of the prem- | 


ises, to ascertain whether or not the facili- 
ties are adequate for the various meetings 
and luncheons. Also inspected carefully is 
the exhibit hall, elevators, loading plat- 
forms, etc. 


From the time he returns to Chicago - 


until he again visits the Convention City, 
Frank Huston is constantly at work on 
plans for the annual meeting. 
_ An architect’s plan of the exhibit hall, 

showing the size of the booths and indi- 
cating the price—must be prepared along 
with a sales promotion letter for all poten- 
tial exhibitors. 3 

A master record must be kept of booth 
reservations and payments. If the sale of 
exhibit space is slower than the previous 
years, a second promotion mailing must 
go out. 


All speakers are then written to for their 
biographies, time of arrival, and to find 
out whether or not they need any special 
projection equipment. 

Meanwhile, the program and announce- 
ment must be printed and distributed to 


‘almost 20,000 persons throughout the 


United States and Canada. 
Letters of instructions must be written 


-and sent to all representatives of the in- 


dustries taking booth space. 


With all of these things, there is also a 
multitude of little chores—ordering scratch 
pads, souvenir pens, luncheon tickets, 
receipts, plaques, badges, ribbons, and 
dozens of other items necessary for the 
success of any annual meeting. 


In addition to the endless preparations, 
the Convention Manager is on tap 
throughout the meeting itself. 

Such things as printing a complete list 
of all registrants, taking photographs, send- 
ing out news releases, arranging for news- 
paper, radio and television interviews, 
making certain that meetings are held on 
schedule, that projectors are available 
when needed, that guest speakers are met 
and introduced, that’ the right people are 
at the speaker’s table at the right time, 
and, in general, acting as the right and left 
hands for your Executive Director. 

Finally, when it is all over, when the last 
exhibit has been struck, and the last 
A.A.1.T.’er has left, Frank Huston and his 
associates close the meeting and hurry 


back to Chicago—there to start the entire 


process over again! 
—Albert Carriere 


Executive Director 


Mark November 6 to 9 on your capunner as the date to 


SHUFFLE OFF TO BUFFALO 
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CHAPTER ACTIVITIES 
by Howard R. Dockham 


Chapter Secretaries: Please send reports 
and notices to the new address: 

Howard R. Dockham 

4618 East Douglas 

Tucson, Arizona 


On Wednesday, May 31, 1961, THE 
KENTUCKY SOCIETY OF INHALA- 
TION THERAPY became a charter chap- 
ter of the national association when Mr. 
Albert Carriere, Executive Director of the 
A.A.I.T., presented the charter in person. 
The officers of the new chapter are: Presi- 
dent, Mr. James C. McGaw; Vice-Presi- 
dent, Mr. Martin A. Schoenblacher; Secre- 
tary-Treasurer, Mr. Charles D. Beam. The 
two elected delegates of the Executive 
Board are Mr. James W. Green and Mr. 
Thomas G. Sturgeon. All good wishes and 
hopes for success go to this new chapter. 

At the March meeting of the GREATER 
WASHINGTON CHAPTER, Dr. Seymour 


Alpect, Vice-Chairman of Anesthesiology 
at the George Washington University Hos- 
pital, and a member of the chapter’s 
Advisory Board, gave a lecture on “Man- 


agement of the Polio Patient.” Post-opera- 


tively, the polio patient receives at least 24 
hours in the Chest Respirator, said Dr. 
Alpect. The Chest Respirator was used 
because it (1) prevents atelectasis, and 
aids drainage, and (2) because simple 


_ positive. pressure causes a decrease in 


venous return to the left heart. At the April 
meeting of the chapter, Dr. Archibald S. 


‘Russell, Dept. of Anesthesiology, Wash- 
ington Hospital Center, lectured on “Rudi- . 


mentary Pulmonary Physiology.” He illus- 
trated his lecture with a new type of visual 
aid called Technamation. These plates are 
covered with acetate overlays which show 
color, motion and directional flow when a 
polarized light is used behind the plate. 

The NORTH TEXAS CHAPTER spon- 


_sored an all day session on April 14, 1961 


at the Episcopal Hospital, Fort Worth, 
Texas. Thirty hospitals and clinics and 14 
services attended. Plans for another semi- 
nar in September of this year, and one for 
1962, were discussed at the May meeting. 


Present at the Southern California meeting in May were (back row left to right): Mary Margerison, Lenora Brenton, 
Gilbert A. Griffin, Lillian Van Buskirk, Hurley Motley, M.D. Front row: Albert Carriére and Charles Tate. | 
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At the April meeting of the SOUTH- 
ERN CALIFORNIA CHAPTER, it was 
announced that Dr. Hurley L. Motley, 
Director of the Cardio-Respiratory Labo- 
ratory at the University of Southern Cali- 
fornia School of Medicine, had accepted 
an appointment as Medical Advisor to the 
chapter. Mr. Albert Carriere, Executive 
Director of the A.A.I.T., was the special 
guest. speaker at the May meeting. Mr. 
Carriere outlined the measures and atti- 
tudes of conduct chapters should take 
towards better professional services. 


, At the March meeting of the GREATER 
NEW YORK CHAPTER Mr. Homero 
Rosado resigned his elected post as Board 
Member, 1964 and Mr. Gilbert Richards 
was elected by the Executive Board to the 
position of Board Member to 1964. 

At the April meeting of the FLORIDA 
SOCIETY OF INHALATION THERA- 
PISTS, Mr. M. E. Glasser presented a 
program on resuscitation and resuscitators, 
illustrating his lecture with yea models 
of resuscitators. 


At the April meeting of the ROCKY 


‘MOUNTAIN CHAPTER, Dr. George W. 
_ Holt, a Neurologist and a member of the 


consulting Staff of the Inhalation Therapy 
Dept. of the Presbyterian Hospital in Den- 
ver, spoke on “Anoxia of the Brain.” After 
this, the members were taken on a tour 
of the special departments of the recent 
addition to the Presbyterian Hospital. The 
By-Laws Committee was charged to draw 
up an area map covering the geographic 
territory included in the chapter, which 
was reported at the May meeting. 

At the April meeting of the WESTERN 
NEW YORK CHAPTER, Dr. Jerome 
Maurizi was introduced to the members as 
a Medical Advisor of the chapter.’ Mr. 
James Whitacre, President of chapter, gave 
a detailed lecture on the requirements and 
procedure for taking the examinations for 


the Registry. A partial list of references — 


containing information may be obtained 
by thumbing through back issues of the 
JOURNAL. 


IMPORTANT 
When sending Chapter Minutes to Na- 
tional Headquarters, please do not send 
copies. 


OFFICIAL 
A.A.1.T. CAR EMBLEM 


Green. border 
and insignia 
| on off-white 
background. 
$2.50 
plus .25 for handling. 
Send order with payment to: 


WILMETTA MERCHANT, C.R.N.A. 

Resurrection Hospital 

7435 W. Talcott Rd. 
Chicago 31, Ill. 


Sturdy metal 
construction. 
Sas t 
attached. 


No C.O.D.’s 


Official AAIT Jewelry 


Uniform Insignia, same 
size as illustrated, gold 
filled quality, green 
French jewelers enamel, 
safety catch 


$7.50 each 


Lapel Emblem, same size as il- 
lustrated, 10K solid gold, 
green French jewelers enamel, 
safety catch 


$6.00 each 


Both available for immediate deliv- 
ery, price includes excise tax, no 
COD’‘s, send payment with order 
direct to manufacturer — 


AWARS EMBLEM MFG. co. 


Of AWARD EMBLEMS OF DISTINCTION 


3435 W. STREET, CHICAGO 32, ILL. 
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Are These References 
on Your Shelf? 


by James F. Whitacre 


In the April 1961 issue of INHALA- 
TION THERAPY we promised additional 
references to help you in your work. 

Here are two more. 

Keep looking in subsequent issues for a 
continuation of this service. 


4) Comroe, Julius H., Jr., M.D., et al, 
THE LUNG, Yearbook Publishers, Chi- 
cago, 1955. | 

This is a monograph divided into sec- 
tions on pulmonary physiology, clinical 
application of function tests and an appen- 
dix containing useful data, equations and 
calculations. The first section comprises 
more than half the book, and is compre- 
hensive and logically presented. Perhaps 
the most striking feature of this text is the 
remarkably clear and graphic diagrams 
used to illustrate it. 


patient-triggered 


EMERSON 


5) Levine, Edwin R., M.D., EFFEC- 
TIVE INHALATION THERAPY, Na- 


tional Cylinder Gas Company, Chicago, 


1958. 


Here is a book—unfortunately out of 
print for about three years now—written 
particularly for the inhalation therapy 
technician, and containing beautifully 
clear, straightforward explanations of var- 
ious disease processes, with excellent semi- 
diagrammatic color illustrations which fit 
nicely with the text. There is also a short 
glossary of terms which is helpful for the 
neophyte. 

There are discussions of practical as- 
pects to be considered with regard to each 
of the modalities of therapy, but equip- 
ment and techniques themselves are not 


described. 


““Ucyclit-C”’ 


J. H. EMERSON CO., CAMBRIDGE 40, MASSACHUSETTS 


body respirator for 
severe emphysema 


Follows patient’s breath- 
ing pattern (like an IPPB 
but without mask or 
mouthpiece). Drops slow- 
ly to atmospheric, after 
the peak of inspiration, to 
avoid air-trapping. 


Please request Form 83-C 


| 
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This is the compressor model used for air 
mixtures. 


Other models are available for 100% 3 


oxygen or air-oxygen mixtures. Also, 
‘‘total flow’? Heated Mainstream Nebu- 
lizer available for all models. 

Write for descriptive literature or ask 
for a demonstration. 


Wa/i\.2_ Mine Safety Appliances Company 
201 North Braddock Avenue 


Pittsburgh 8, Pennsylvania 
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continued from page 11 


WEIGHTS AND MEASURES 


Formerly, different countries and some 
cities had their own systems of weights 
and measures, resulting in endless con- 
fusion and loss of time. This still exists 
to some extent. In the United States and 
Great Britain no less than five different 
systems are in common use. In the United 
States, however, there is a strong trend 
toward the use of the metric system in 
prescribing. This is stressed by the U‘S. 
Pharmacopeia, and is employed in the 
medical services of the government. 


The metric system is a decimal system, 
based on the meter as its unit of length. 
The meter corresponds roughly to the 
yard, being about 3 inches over that 
length. Its fractional units are all multi- 
ples of 10, and are the decimeter (10th of 
a meter), the centimeter, abbreviated cm 
(hundreth of a meter), and millimeter, 
abbreviated mm (thousandth of a meter). 
The thousandth part of a millimeter is a 
micron (plural, microns or micra). Going 
the other direction, 1000 meters is a kilo- 
meter, which is equivalent to about 0.6 
mile. 


The unit of capacity or volume is the 


liter. The contents of a cube whose edges. 
‘measure 10 cm are 1000 cubic centimeters 


(abbreviated cc or ccm). This volume is 
considered for all practical purposes to be 


equivalent to a liter, and therefore the ~ 


fractional form, the cc, is considered equi- 
valent to the milliliter, or ml, which is the 
term derived from liter denoting a thou- 
sandth of it. 


The unit of weight is the weight of a 


liter of distilled water at 4° Centigrade in 


vacuum. This amount of water weighs 1 
kilorram, or 1000 grams. Hence one thou- 
sandth of a liter of water—1 ml or 1 cc 
—weighs one thousandth of a kilogram, or 
1 gram. Kilogram is sometimes just called 
kilo; it is abbreviated kg. Gram used to 
be abbreviated simply g., but is now most 
commonly abbreviated gm. The decimal 
fractions of the gram are decigram, centi- 
gram, milligram and microgram, abbrevi- 
ated dg, cg, mg and mcg, respectively, and 
corresponding to 0.1, 0.01 and 0.001 gm, 
and one millionth of a gram, respectively. 
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and centigram—as well as the deciliter and 


-centiliter—are seldom used; but in linear 


measure the centimeter is the most com- 
monly used unit. Here again, however, 


the tens designation, the decimeter, is not 


often encountered. 
See the accompanying tables for ap- 


proximate (in some cases, exact) equiva- 


lents between English and metric systems. 
To convert units of one system into the 
other, multiply the number of units by the 
equivalent opposite that unit in the tables. 
For example, to convert 5 centimeters into 
inches, multiply 5 by 0.4. To convert the 
resulting 2 inches back to centimeters, 
simply multiply 2 by 2.5. While this paper 
is not going into pressure matters, we are 


The ten and hundred units—the decigram | 


including a table of pressure equivalents | 


- with the others, for the reader’s conveni- 


ence, 


ANESTHETIC GASES 


The following is a list of the most com- 
mon and most widely used medical and 
anesthetic gases which are employed in 
modern hospitals, and with which the in- 
halation therapist will frequently find him- 
self in contact. He should be able to recog- 


nize each by its empirical chemical form- 
ula or cylinder color: 


Symbol or Cylinder 


Gas Formula color Explosive? 
_ Oxygen Oz green no 
Helium He brown no 
Nitrogen Ne various no 
(not standard) 
Carbon Dioxide Ce gray no 
Nitrous Oxide N2O blue. no 
Cyclopropane CsHe orange yes 
Ethylene CoH, red yes 
Chlorcform CHCl; no 
Ether (CoHs)2O yes 
Fluothane CF;CBrCIH —— no 


What causes Anesthetic explosions? | : 
Explosions are among the most serious 

accidents that can occur with anesthesia. 

Oxygen, carbon dioxide, nitrous oxide and 


chloroform are non-inflammable. Oxygen 


is important in explosions, however, be- 
cause it supports combustion; and so does 
nitrous oxide, which is just as likely to be 
present in anesthetic mixtures. Oil should 
not to be used on. the valves or gauges of 
oxygen tanks, because the oil may ignite 


_ suddenly when exposed to high pressure 
oxygen, and cause a violent explosion. 


Oxygen also must not be mixed in the 
same cylinder with Ethylene. 


It is a myth that carbon dioxide reduces 
the inflammability of anesthetic agents as 


used clinically. Although chloroform is not 


inflammable, it is oxidized in the presence 
of an open flame or a cautery to phos- 
gene gas (carbonyl chloride, COCI1:), 
chlorine and hydrochloric acid, all of 
which cause pulmonary irritation, cough 
and dyspnea. 


The inflammable and explosive agents 


used in anesthesia are ether, ethylene, cy- ~ 


clopropane, divinyl ether and ethyl chlor- 
ide. Fortunately, the incidence of anesthe- 
tic explosions is low, and only two deaths 


- from this cause occurred in over two mil- 
lion anesthesias. Electric sparks are the. 


cause of most accidents, and are mainly 
static in origin. Static sparks originate 


from friction in opening and closing 


valves, in the rubber breathing bag, in 


the flowing of dry gases through the anes- - 


thetic apparatus,-etc., and are always a 
potential danger. 


Static electrical discharges can be pre- — 
vented, to some degree, by elevating the 


humidity of the air in the operating room 
to 65% or more. Complete and suitable 
grounding of the anesthetic apparatus, pa- 
tient and surgical team is also effective but 
often difficult or impractical,- necessitating 


conductive floors and shoes, and drag 


chains from tables and anesthesia ma- 
chines. The wetting of the anesthetic 
breathing. bag and hose before use is also 
an important safeguard against static igni- 
tion in the apparatus. An explosive anes- 
thetic mixture should not be flowing 
through the apparatus at the time the 
mask is applied to the patient’s face, and 
the mask should not be removed more 
frequently than is absolutely necessary. . 


Thus we see that the science of Phar- 
macology is too great in depth and scope 
to hope to cover it in one or two brief 
presentations. It is hoped that this discus- 
sion has given a reasonable idea of its im- 
portance and the closeness of its relation 


_ to our own work. By having some know!l- 


edge. and understanding of pharmacology, 


we can more intelligently carry out that 
part of the patient’s clinical care we are 
involved with, and at the same time ad- 
vance inhalation therapy towards the same 
professional level as the other paramedical 
specialties. 


‘ 


| meter 39.4 inches 

centimeter (cm) == 10 mm = = ts inch 

1 millimeter = 0.001. m = inch 

3 inch = 2.5 om 


1 cobie centimeter (ee or com) is 
for practical purposes = 1 milliliter (nl) oe 
2 or mi == 16 minims 
liter == 1000 cc of 

2 4 liter = 1.06 quarts = 2.11 ak 

¥ Ounce (oz) = of ml 

= 1 -quart = just under a liter (946 mi) ee 
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continued from page 11 


WEIGHTS AND MEASURES 


cities had their own systems of weights 
and measures, resulting in endless con- 
fusion and loss of time. This still exists 
to some extent. In the United States and 
Great Britain no less than five different 
systems are in common use. In the United 
States, however, there is a strong trend 
toward the use of the metric system in 
prescribing. This is stressed by the U.S. 
Pharmacopeia, and is employed in the 
medical services of the government. 


The metric system is a decimal system, 
based on the meter as its unit of length. 
The meter corresponds roughly to the 
yard, being about 3 inches over that 
length. Its fractional units are all multi- 
ples of 10, and are the decimeter (10th of 
a meter), the centimeter, abbreviated cm 
(hundreth of a meter), and millimeter, 
abbreviated mm (thousandth of a meter). 
The thousandth part of a millimeter is a 


the other direction, 1000 meters is a kilo- 
meter, which is equivalent to about 0.6 
mile. 

The unit of capacity or volume is the 
liter. The contents of a cube whose edges 
measure 10 cm are 1000 cubic centimeters 
(abbreviated cc or ccm). This volume is 
considered for all practical purposes to be 
equivalent to a liter, and therefore the 
fractional form, the cc, is considered equi- 
valent to the milliliter, or ml, which is the 
term derived from liter denoting a thou- 
sandth of it. 

The unit of weight is the weight of a 
liter of distilled water at 4° Centigrade in 
vacuum. This amount of water weighs 1 


sandth of a liter of water—l ml or 1 cc 
—weighs one thousandth of a kilogram, or 
1 gram. Kilogram is sometimes just called 
kilo; it is abbreviated keg. Gram used _ to 
_be abbreviated simply g., but is now most 
commonly abbreviated gm. The decimal 
fractions of the gram are decigram, centi- 
gram, milligram and microgram, abbrevi- 
ated dg. eg, mg and mcg, respectively, and 
corresponding to 0.1, 0.01 and 0.001 gm. 
and one millionth of a gram, respectively. 
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Formerly, different countries and some 


micron (plural, microns or micra). Going 


kilocram, or 1000 grams. Hence one thou- 


The ten and hundred units—the decigram 
and centigram—as well as the deciliter and 
centiliter—are seldom used; but in linear 


measure the centimeter is the most com- 


monly used unit. Here again, however, 
the tens designation, the decimeter, is not 
often encountered. 

See the accompanying tables for ap- 
proximate (in some cases, exact) equiva- 
lents between English and metric systems. 
To convert units of one system into the 
other, multiply the number of units by the 


‘equivalent opposite that unit in the tables. 


For example, to convert 5 centimeters into 
inches, multiply 5 by 0.4. To convert the 


resulting 2 inches back to centimeters, 
simply multiply 2 by 2.5. While this paper 
is not going into pressure matters, we are 


including a table of pressure equivalents 
with the others, for the reader’s conveni- 
ence. 


ANESTHETIC GASES 


The. following is a list of the most com- 
mon and most widely used medical and 
anesthetic gases which are employed in 
modern hospitals, and with which the in- 
halation therapist will frequently find him- 
self in contact. He should be able to recog- 
nize each by its empirical chemical form- 


or cylinder color: 


Symbel or Cylinder 


Gas Formula color Explosive? . 
Oxygen Oe green 
Helium He brown no 

Nitrogen No various no 

(not standard) 

_ Carbon Dioxide CO» _ gray no 
Nitrous Oxide N2O blue no 
Cyclopropane Orange | yes 
Ethylene CoH, red yes 
Chlorcform CHCl, no 
Ether -(CoH5)20 yes 
Fluothane 


CF:CBrCl H sem no 


_ What causes Anesthetic explosions ? 


Explosions are among the most serious 
accidents that can occur with anesthesia. 
Oxygen, carbon dioxide, nitrous oxide and 


-chloroform are non-inflammable. Oxygen 
is important in explosions, however, be- 


cause it supports combustion; and so. does 


nitrous oxide, which is just as likely to be 
present in anesthetic mixtures. Oil should . 
_ not to be used on the valves or gauges of 


oxygen tanks, because the oil may ignite 
suddenly when exposed to high pressure 


oxygen, and cause a violent explosion. 
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Oxygen also must not be mixed in the 
same cylinder with Ethylene. 


It is a myth that carbon dioxide reduces 


the inflammability of anesthetic agents as. 


used clinically. Although chloroform is not 
inflammable, it is oxidized in the presence 
of an open flame or a cautery to phos- 
gene gas (carbonyl chloride, COC1.), 


chlorine and hydrochloric acid, all of 


which cause pulmonary irritation, cough 
and dyspnea. 


The inflammable oil explosive agents 
used in anesthesia are ether, ethylene, cy- 
clopropane, divinyl ether and ethyl] chlor- 
ide. Fortunately, the incidence of anesthe- 
tic explosions is low, and only two deaths 
from this cause occurred in over two mil- 
lion anesthesias. Electric sparks are the 
cause of most accidents, and are mainly 


static in origin. Static sparks originate - 
from friction in opening and _ closing 
valves, in the rubber breathing bag, in | 


the flowing of dry gases through the anes- 
thetic apparatus, etc., and are always a 
potential danger. 


Static electrical discharges can be pre- 
vented, to some degree, by elevating the 
humidity of the air in the operating room 
to 65°% or more. Complete and suitable 
grounding of the anesthetic apparatus, pa- 
tient and surgical team is also effective but 
often difficult or impractical, necessitating 
conductive floors and shoes, and drag 


chains from tables and anesthesia ma-_ 
chines. The wetting of the anesthetic 


breathing bag. and hose before use is also 
an important safeguard against static igni- 
tion in the apparatus. An explosive anes- 


thetic mixture should not be flowing 


through the apparatus at the time the 
mask is applied to the patient’s face, and 
the mask should not be removed more 
frequently than is absolutely necessary. 


Thus we see that the science of Phar- 
macology is too great in depth and scope 
to hope to cover it in one or two brief 


presentations. It is hoped that this discus- 


sion has given a reasonable idea of its im- 


portance and the closeness of its relation” 


to our own work. By having some know]l- 
edge and understanding of pharmacology, 


we can more intelligently carry out that 
part of the patient’s clinical care we are 
involved with, and at the same time ad- 
vance inhalation therapy towards the same 
professional level as the other paramedical 
specialties. 

TABLE | ‘tor 


1 meter (m) = 39.4 inches 
centimeter (cm) 10 mm = inch 


1 millimeter (mm) = 0.001. m = 0.04 inch 
1 inch = 2.5 cm 

1 foot = 30.5 cm 

1 yard = 0.9 m 


1 mile = 1.6 km 


TABLE If Volumetric 


1 cubic centimeter (ce or ccm) is 

for practical purposes — 1 milliliter (mi) 

1 cc or mi = 16 minims (drops)* 

iiter@) = 1000 ccormi 

1 liter = 1.06 quarts = 2.11 pints 

1 ounce (oz) = 30 cc or mi 

1 pint = just under 1/2 liter (473 ml) 

1 quart = just under a liter (946 mi) 

1 gallon = 3.8 liters 

1 teaspoon = 5 mi 

1 Tbsp = 15 mi = 1/2 oz. | 

2 Tbsp = 30 mi = 1 oz. 

*Drops may vary in size, depending on 
viscosity of fluid, and so may not corres- 
pond exactly to minims. 


TABLE Ill Weights 


1 oz = 31 grains = 2 grams 

— 1 gram = 15.5 grains = 0.5 oz. 

1 milligram (mg) = 1/65 grain 

_ 1 kilo (or kilogram, kg.) = 1000 grams 
1 kilo = 2.2 Ibs. 

_ 1 grain = 65 mg 


TABLE IV Pressures 


1 Atmosphere (Atm) = 15 Ibs/sq in 
also = 760 mm Hg or 76 cm Hg or 30” Hg 


1 cm H2O0 = 1.36 mm Hg 
1 mm Hg = 0.007 cm HzO 
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in the critical hour after surgery, the patient 
may need oxygen before clinical signs appear. 


As many as one or two patients out of every four may suffer immediate postoperative respiratory 
depression. Often these patients show no signs of impaired pulmonary function. They signal 
their difficulties only when tested by spirometer or measured for arterial O2 and CO. tensions, 
per cent saturation of arterial O2 and arterial pH.* _ 


With the early warning these tests give, the patient can be started on mechanical assistance to 
breathing and on oxygen by catheter, mask, or tent — before he suffers an episode of hypo 
tension, dyspnea, arrhythmia, cyanosis, or other manifestation of hypoxia. 

Linde Company, Division of Union Carbide Corporation, 270 Park Avenue, New York 17, N. Y. 


In Canada: Union Carbide Canada Limited, Linde Gases Division, Toronto 12. 
*Cottrell, R. F., and Stoelting, V. K.: M. Times 89:348 (April) 1961. i ‘Linde’ and “Union Carbide’’ are registered 


trade marks of Union Carbide Corporation, 
FIRSTINOXYGENUS.P COMPANY 


§240-bed general hospital, Mid-West location, de- 
sires a registered Inhalation Therapist to head | 


= department. Liberal employee benefits include 


m5day, 40-hour week; paid vacation, sick: leave, 


Mand holidays; Social Security and a retirement. 
6disability-death plan; Blue Cross-Blue_ Shield 


mm «available; Salary open; Meals and laundry fur- 
me 6nished. Apply to: Administrator: Moline Public 
ma ©6Hospital; 622 Fifth Avenue, Moline, Illinois. 


INHALATION THERAPISTS 
THERAPEUTIC AND RESUSCITATIVE 


Eligibility for membership in 
American Association Inhalation 
Therapists, plus minimum 2 years 
experience in Inhalation Therapy 
under medical supervision req‘d. 


UCLA 


University of California 
Teaching Hospital 
Emp. Ofc. 10833 Le Conte - 
Los Angeles 24, Calif. 


Position Wanted 


Registered Inhalation Therapist wants to ad- 
vance to position as head of department. Able 
to direct, supervise and perform activities of the 
Inhalation Therapy department or to install a 
department for those hospitals requiring it. 
A.A.LT., Box 10, 332 South —— Chicago 4, 
Illinois. Room 904. 


Rates for Want Ads are $1.25 per line with 
a minimum of four lines. Type your ad 
counting 47 characters and spaces per line, 
approximately seven words per line. 


Copy must be received January 1, March 1, 
May 1, July 1, September 1, or November 1. 


All Want Ads must be paid for in advance. 
Make checks or money orders payable and 
send direct to: 


American Association of 
Inhalation Therapists 

332 South Michigan Avenue 
Chicago 4, Illinois 


PEN-I-SOL PLASTIC 


| NEBULIZER FOR I.P.P.B. UNITS 
HUDSON | fits all models and makes - 


AT LAST... A NEW PLASTIC NEBULIZER THAT 


... Does not spill when tipped 
... Produces a droplet free mist 
... Keeps nebulizing when tilted at any angle 
... Does not throw droplets 
.. Does not clog easily 
... Produces optimum particle size 
... ls easy to clean: 
... Keeps medicament in nebulizing area 
... Withstands rough usage 
.. Fits all |.P.P.B. units 


manufactured by 


HUDSON OXYGEN THERAPY SALES CO. 
Lodi, Ohio Los Angeles 27, California 


Model No. 211PL Plastic Nebulizer 
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EQUIPMENT NEWS 


aphs are supp 
manufacturers or distribu- 
tors. 


Said by the manufacturer to be the first major 
advance in nebulizer construction and conven- 
ience in a decade, the new #42 Nebulizer is the 
latest to join the family of nebulizers produced 
by the DeVilbiss Company of Somerset, Pennsyl- 


It features non-breakable plastic construction 
of parts that are easily separated for cleaning, 
and which are designed to prevent incorrect re- 
assembly. It is supplied with an extra jet and 
a handy pocket carrying pouch. 641 


The National Cylinder Division of Chemetron 
Corporation, Chicago, is offering a means of 
minimizing spread of infection by sterilizing the 
shoe soles and the wheels of rolling cpa : 
which cross its “Sterile-Tread” disinfecting mat 
placed in doorways to operating and delivery 
rooms, nurseries, etc. 


The units are custom made, and are usually 
twelve feet long and nearly as wide as the hall 
or doorway. They consist of shallow pans con- 
taining thin plastic sponges soaked with disin- 
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fectant. The sponge is covered by canvas. Th 
mat has sufficient resiliency to permit an me 
print, which forces the disinfectant to penetratg 
the canvas and contact the bottom and sides . f 


shoe soles and equipment wheels. 


Oxygen Equipment & Service Company, Chi 
cago, offers speci equipment for recover 
room and other inhalation therapy applications” 

Shown here is a set-up consisting of two thoreg 
acic drainage units, one intermittent suction regus 4 
lator and bottle, one vacuum regulator drainage™ 
and aspiration unit, and two oxygen flowmeters— 
one with humidifier and one without. 


8. 


Any combination of equipment may be pros 
vided for permanent use in one location, or to B& 
moved from one outlet to another, using Om 
quip flush service quick connect outlets. 


MORE DATA 


. can be obtained by mailing this 
coupon to “Inhalation Therapy,” Room @ 
904, 332 South Michigan Avenue, Chicago @ 
4, illinois. 


641 [] 642 643 


Please send data on item checked to: 
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